PLATE   5B

Sinus and aortic reflexes. Diagram.
I, eardioinhibitory center; 2, vasocon-
strictor center; 3, carotid sinus and sinus
nerve; 4, spinal cord; 5, arteriole;
6, heart; 7, efferent fibers of vagus;
S, afferent fibers of vagus < cardiac de-
pressor or aortic nerve); 9U, pregangiionic
vasoconstrictor fibers; 95, postganglionic
vasoconstrictor fibers. Vasodilator center
and fibers not shown. Tracing below,
taken from Bayliss, shows effect upon
the blood pressure of stimulating the
cardiac depressor nerve. Arrow indicates
diiectlon of tracing.

PLATE   5A

Diagram of the efferent cardiac nerves.
1, vagus; 2, pregangiionic fibers of the
accelerator nerves (sympathetic); 3, post-
ganglionic fibers of the accelerators con-
stituting the superior, middle and inferior
cardiac nerves. Note that the post-
ganglionic fibers of the vagus originate
from nerve ceils situated in the wall of
the heart.

